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PART I - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 





NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc., 


MUNICIPAL ADMINISTRATION DEPARTMENT 


ASSISTANT ELECTION AUTHORITY & COMMISSIONER, 
PUTTUR MUNICIPALITY, 


PUTTUR. 
Roc.No. 1/2019. Dt: 14.03.2021. 
ORDINARY ELECTIONS TO THE WARD MEMBERS IN PUTTUR MUNICIPALITY - 
2020-21. 


Ref : 1. Lr.No.1422/SEC-F2/2021, dt:14.03.2021 of the Secretary, APSEC, 
Vijayawada. 
2. Circular Roc.No.02/2021/Elec-I, dt:14.03.2021 of the Commissioner & 
Director of Municipal Administration, A.P, Guntur. 


[1] 
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NOTIFICATIONS BY GOVERNMENT 


ANDH 
ORDINARY ELECTIONS TO BE WARD MEMBERS IN 
ICIP - - 
PUBLICATION OF RESULTS 
:: NOTIFICATION :: 





No. 581/SEC-F2/2021, dt: 15-02-2021 whereas, the State Election 
Commission issued notification in reference numbers 79/SEC/F2/2020, dt: 09-03- 
2020 for conduct of Ordinary Elections to the Members of wards in Puttur 
Municipality and as per Election Program notify, the poll was scheduled on 10-03- 
2021 and counting of votes on 14-03-2021; and 


WHEREAS, the results of election to 27 wards of Puttur Municipality were 
declared on 14-03-2021 and results where reported to the A.P. State Election 
Commission; and 


WHEREAS, Rules - 63(1) of Conduct of Election Rules, 2005, the name or 
names of the candidate or candidate duly elected shall be forwarded without 
delay by the Election Officer to the Commissioner and Director of Printing & 
Stationary, Government Central Press, Vijayawada for publication in the Andhra 
Pradesh Gazzette and shall also be published on the notice board of the Municipal 
Office. 


| 
NOW, THEREFORE, under Rule 63(1) of Conduct of Election Rules, 2005, 
the Municipal Commissioner, Puttur Municipality hereby publishes the name of 
persons declared/ Elected as Ward Member for 27 wards of Puttur Municipality 
indicated below. 



























































S.No Ward Name of the Elected Candidate Party 
No // Sarvasree/ / Affiliation 
1 1 | C GUNASEKHAR YSRCP 
2 2 |S HEMALATHA YSRCP 
3 3 | ORUGUNTA RAJESHWARI YSRCP 
4 4 | V KESHAVACHARI TDP 
5 5 |BRADHA YSRCP 
6 6 |SJNAVANEETHA YSRCP , 
7 7 | MANIAMMA TDP 
8 8 | DSHANKAR YSRCP 
9 9 |VARADHA TDP 
10 10 |GKUPPAMMA a YSRCP 
11 11 | CJOHN KENNADI YSRCP 
12 12 |S 84౬4] YSRCP 
13 13 | KAIKA BALASUBRAMANYAM YSRCP 
14 14 | D JAYAPRAKASH YSRCP 
15 15 | K BHANUMATHI YSRCP 
16 16 | K VANITHA -YSRCP 
17 17 | SARVEPALLI BHUVANESWARI YSRCP , 
18 18 |K RADHA YSRCP 
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19 19 | V JAYALAKSHMI YSRCP , 
20 20 | CHITTI BABU YSRCP 
21 21 |S JYOTHI YSRCP 
22 22 | GJEEVARATHNAM TDP 

23 23 | AHARI  YSRCP 
24 24 K C EKAMBARAM YSRCP 
25 25 | K NARASIMHARAO YSRCP 
26 26 | AK PAVAN KUMAR YSRCP 
27 27 | KALVA BASANTHI TDP 





K. VENKATRAMI REDDY, 
Assistant Election Authority & 
Commissioner, 

Puttur Municipality, 
Puttur. 
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